“Phe ohio 
Architect 


THE OFFICIAL. PUBLICATION OF THE 
ARCHITECTS SOCIETY OF OHIO 


more 


from 
Belden 


a 


Whether your design calls for a wide range of color or a narrow 
range, BELDEN Brick covers the spectrum of color. The largest 
selection of color in the industry, as well as texture and size, 

is available from BELDEN. Over 200 variations of brick to enhance 
your design ingenuity, from sand mold colonial brick through 
earthy browns to mechanically perfect pearl grays. 


Your nearest BELDEN Dealer will gladly show you the facts in 
the form of samples and our new 4 color brochure, or write us at 
P. 0. Box 910, Canton, Ohio 44701. 


It has become clear in both moral and economic terms that our nation can no 
longer afford or pretend to intervene in the political and military affairs of nations 
throughout the world, maintain a military and weapons establishment of unlimited 
size, explore the moon and, at the same time, rebuild our decaying cities, provide 
an adequate supply of housing, and finance domestic programs needed to solve 
pressingr social problems. 


THEREFORE, 
BE TT RESOLVED BY 
THE ARCHITECTS OF AMERICA 
THAT: 


One. We call upon the President and the Congress to assume responsibility for a 
comprehensive reexamination and reordering of our national priorities, recognizing 
that we have neither unlimited wealth nor wisdom, and that we cannot sensibly 
hope to instruct other nations in the paths they should follow when we are 
increasingly unable to demonstrate that we know how to maintain a 

viable society at home. 

Two. We call upon our leaders, at all levels of government, to recognize that an 
efficient and humane environment is basic to the maintenance of a harmonious and 
prosperous society and that the skills to produce it are well within our grasp. At the 

same time, we wish to remind our representatives that neither hope, time, nor 

technology will solve the problems that presently make urban life a dirty, difficult 
and dangerous experience. Only a wholehearted commitment of will and money 
will enable us to apply the skills needed to erase the shame of urban America. 


Approved and adopted by The American Institute of Architects at its annual 


convention in Chicago, Illinois, June 26th, 1969. 


‘The American Institute of Architects 
1735 New York Avenue, N.W., Washington, D.C. 20006 


Шу 
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OHIO ARCHITECT is the bi-monthly official 
magazine of the Architects Society of Ohio, Inc., 
of the American Institute of Architects. 
Opinions expressed herein are not necessarily 
those of the Society. 


Accepted as controlled circulation. 
Published at Athens, Ohio, U.S.A. 


Editorial and Advertising office: 

37 W. Broad St., Suite 425, Columbus, Ohio 43215 
Printed at: The Lawhead Press, Inc., 

900 East State Street, Athens, Ohio, U.S.A. 
Controlled circulation paid at Athens, Ohio. 


OHIO ARCHITECT publishes educational articles, 
architectural and building news, news of 

persons and the activities of the Architects 

Society of Ohio, a Region of the 

American Institute of Architects. 

OHIO ARCHITECT is available at a subscription 
cost of $6.00 each year or $1.25 each issue. 

Roster issue $4.00. 

Copyright 1968 Architects Society of Ohio, Inc., 
of the American Institute of Architects. 

All rights reserved. 
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NENNEN». 


The New York firm of Ulrich 
Franzen & Associates is en- 
gaged in a great variety of 
projects across the country. 
Some of the most recent are a 
master plan for the National 
Historic Enclave at Harper's 
Ferry, West Virginia, major 
buildings at Cornell University 
and the recently completed Alley 
Theatre in Houston, Texas. 

Mr. Franzen has won numer- 
ous awards from the American 
Institute of Architects as well 
as the coveted Brunner Me- 
morial Prize. He is presently 
serving on several government 
architectural committees and 
the AIA Committee on Design. 

He has lectured widely and 
has been a visiting professor at 
Harvard and Yale Universities. 


Charles Gwathmey, of Gwath- 
mey & Henderson of New York, 
is a product of the University of 
Pennsylvania and Yale Univer- 
sity Schools of Architecture. 
After receiving the Winchester 
Traveling Fellowship from Yale 
and a Fulbright Fellowship for 
work in France, Mr. Gwathmey 
was associated with firms in 
Paris and New York before 
forming his own firm. 

He has taught at the Pratt 
Institute, Yale and Princeton 
since his return from France. 
Completed work includes resi- 
denees in Connecticut, Massa- 
chusetts and New York state, 
Electric Circus II in New York 
City, and offices and art galler- 
ies in New York City. 

His design of a residence for 
Mr. and Mrs. Roger Straus, III, 
won an AIA National Honor 
Award in 1969. 


HONOR AWARDS JURY 
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John M. Johansen is a cum 
laude graduate of Harvard and 
holds a Bachelor of Architecture 
degree from the Harvard Grad- 
uate School of Design. 

He has taught and lectured at 
Pratt Institute, Harvard, Yale, 
M.LT., Carnegie Tech, Colum- 
bia and many other schools here 
and abroad. His research proj- 
ects have included the develop- 
ment of spray-form Gunite con- 
struction and the Leap Frog” 
housing proposal to rebuild slum 
areas with stilted structures for 
residential use over the roofs of 
existing tenements. The Sheeps- 
head Bay Development is a cur- 
rent project. 

Theater projects include the 
Clowes Memorial Hall, India- 
napolis, the Morris Mechanical 
Theater, Baltimore, and cur- 
rently the Mummers Theater, 
Oklahoma City. 

His list of awards includes 
the AIA Award of Merit, the 
Brunner Award, numerous state 
Honor Awards and two Archi- 
tectural Record Houses. 


The Jury was most impressed with the large quantity 
of entries [139 brochures from 72 firms] that reflected 
a high level of industriousness as well as competence. 
A level of competence which in the opinion of the 
jurors would stand up well to that of any other area 
in the country. 


The Jury set out to search for qualities 

beyond competence. The search for an JURY COMMENT 
additional ingredient brought forth some adverse 

feelings toward a considerable number of the works 

presented. 


There were, it appeared to the Jury, hospitals that 
looked like banks, banks which functioned as schools, 
and schools that might have as easily been churches. 
We missed in many projects a sense of place, of be- 
longing to a specific site and a specific community of 
users. We missed the strong character that can imbue 
a building with purpose and expressiveness when its 
function is clearly stated. We missed the will in many 
designs to break out of standard architectural cliches 
toward a richer level of life and functions. 
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FIRST HONOR AN 


a PROJECT: 
Student Lounge 
Rocky River High School 
20951 Detroit Road 
Rocky River, Ohio 44116 


= ARCHITECT: 
W. Trout 
21010 Center Ridge Road 

Rocky River, Ohio 44116 


s OWNER: 
Board of Education 
Rocky River 
City School District 
3111 Wooster Road 

Rocky River, Ohio 44116 


“GENERAL CONTRACTOR: 
Donald Burney 

20160 Detroit Road 
Rocky River, Ohio 44116 


JURY 
COMMENT 


A minimum project with an absolutely 
minimum budget that clearly demon- 
strates that modest means are no inhibi- 
tion for the creation of major spaces and 
places. The success of this work lies 
primarily in the ingenious decision to 
avoid a purely decorative solution and 
to modify spatially an existing 
anonymous setting so as to create a real 
place for young people. 
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= PROJECT: 
Additions & Alterations to the Steam Generating 
Facilities & Transformer Vault 


= LOCATION: 
2250 Circle Drive 
Cleveland, Ohio 44106 


a ARCHITECT: 


Barnes, Neiswander & Associates 
10650 Carnegie Avenue 
Cleveland, Ohio 44106 


= ENGINEER: 
Byers, Urban, Klug & Pittenger 


a OWNER: 
The Medical Center Company 


s GENERAL CONTRACTOR: 
Dunlop & Johnston, Inc. 


JURY COMMENT 


A design which states its purpose without shame. The architectural elements 
expressed as well as the details used represent economy of means and clarity of 
thinking. A first-rate solution, appropriate to place and function elevated to a 
fine level of architectural expression. 
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FIRST — AWI 


2 s PROJECT: 
Ft. Hill Museum 
Highland County, Ohio 


yc M = ARCHITECT: 
2 E. A. Glendening, AIA 
Cincinnati, Ohio 


" LANDSCAPING BY: 
The Owner 


= OWNER: 
The Ohio Historical Society, 
and the Department of 
Public Works, 
Columbus, Ohio 


в GENERAL CONTRACTOR: 
Virgil Bowers and Son 
Greenfield, Ohio 


JURY COMMENT 


A small intriguing structure, promising 
from the street hidden pleasures of 
discovery. The massing and openings are 
skillfully arranged to envelop the 
entrance and enhance the experience of 
circulating through this small museum. 
This is good architecture anywhere, but 
particularly so when the client is the 
Department of Public Works. 
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*» PROJECT: 


Dr. George W. Crile Elementary School 


7029 Homewood Avenue 
Parma Heights, Ohio 


a ARCHITECT: 
Don M. Hisaka and Associates 
245 the Arcade 
Cleveland, Ohio 44114 
"s STRUCTURAL ENGINEER: 
R. M. Gensert and Associates 
s MECHANICAL ENGINEER: 
George Evans and Associates 


s ELECTRICAL ENGINEER: 
William B. Ferguson 


s OWNER: 
Board of Education 
Parma City School District 
Parma Heights, Ohio 


a GENERAL CONTRACTOR: 
Chopko Construction Company 


JURY 
COMMENT 


A successful arrangement of functional elements in sequence, The entrance atthe 
upper level is particularly intriguing as it reveals clearly the orienting spaces as well 
as the purpose of all building elements to the child as it arrives for school. The 
designers have achieved in this building a solution that is clearly an elementary 
school on a specific site, providing architectural uniqueness and identity for the 
children. 


"2 PROJECT: 
The Randles Estates 
"LOCATION: 
Bell Center 
1859 East 81st Street 
Cleveland, Ohio 
= ARCHITECT: 
Whitley • Whitley 
Tower East, Suite 320 
Shaker Hts., Ohio 


a LANDSCAPE ARCHITECT: 
Ernest Dewald 
13124 Shaker Square 
Shaker Hts., Ohio 

s OWNER: 
Citizens for Better 
Housing Corp. 
Antioch Baptist Church 


= CONTRACTOR: 
Ozanne Construction Co. Inc. 
17509 Miles Ave. 
Cleveland, Ohio 


JURY COMMENT 


A rare low-income housing solution, In spite 
of what must have been severe cost 
constraints, a regimented atmosphere is totally 
avoided. An unpretentious, but effective site 
plan creates inviting walkways and approaches 
to the individual units. Employing a now well 
understood vernacular architecture, the 
architects have achieved a small scale related to 
individual people. This is a project which does 
not look like a project, but instead reads as 
neighborhood and place. A real achievement. 
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Some buildings 
are born old. 


That's what happens when everything 

gets planned but the communications. 
Oh sure, the design, the engineering, 

the construction, and environmental 


detail might be straight out of tomorrow. 


But the communication system. 
Strictly today. 

You see, the day is coming when 
people will need more than telephones 
to do business. Instead, they'll rely on 
Picturephone service, and Data-Phone* 
service, Teletype* teletypewriters, 
tele-lecture, even closed-circuit TV. 

So planning your communication 
system should start with the blueprints. 
Before you begin new construction 
or modernization. 

It can keep a new building from 
being born old. 

We'll help. An Ohio Bell specialist will 
be happy to provide you with all the 
technical advice needed. Free of charge. 
Just call the nearest Ohio Bell Architects 
and Builders Planning Service office 
collect —numbers below. 


Akron 216/384-3741, Cleveland 216/622-7894, Columbus 614/463-8200, Dayton 513/449-6325, 
Steubenville 614/283-8218, Toledo 419/247-7555, Zanesville 614/452-9166. 
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The Malitte Lounge designed by Sebastian Matta from Knoll's Gavina Group. 


Knoll International, Cleveland, 688 The Arcade 


Architectural Metals M Architectural Plastics M Architectural Finishing 


McKINLEY 


LOADING DOCK 


lasting durability. 


PROJECT: KRUEGER JUNIOR-SENIOR HIGH SCHOOL 
Michigan City, Ind. 


ARCHITECT: BOYD E, PHELPS 
Michigan City, Ind. 


A CONTRACTOR: TONN & BLANK 
^ Michigan City, Ind. 


Engineering Fabrication—Finishing—Installation 


O. O. McKINLEY CO. INC., Indianapolis, Indiana 


P. O. BOX 55265 ZIP 46205 
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ASO ANNUAL MEETING '69 8:00 a.m. - 
THEME: DESIGN '69 9:00 a.m. Buffet Breakfast Ballroom 
(Architects / Ladies / Exhibitors] 
ACTIVITY PLACE & ROOM 9:00 a.m. *Busses to Art Museum Superior St. 
—" = 3 ЕЕЕ Entrance 
Exhibit Demonstration Toledo Art 
(Ladies) Museum 


Annual Business Meeting Crystal Room 


View Exhibits Exhibit Area 


Registration Open Mezzanine : .m. Cocktails Exhibit Area 


Board of Trustees Toledo Room : m. *VIP Luncheon Ballroom 
(Archts./Contrs./E xhibitors/ 
Exhibitor/PC Ballroom ASO Medalists/VIPS) 
ASO Board Lunch $ m. Cocktails Lunch Toledo Club 
Artist Demo./Skit by TWLAIA 
*Theme Session Crystal Room (Ladies) 
Max O. Urbahn, FAIA | 
Archts./ Ladies / Exhibitors 00 p.m. sra ESTA Crystal Room 
incent G. Kling, 
Exhibits Open Exhibit Area Archts./ Exhibitors / Ladies Invited 
Exhibits Open for High Exhibit Area 
Cocktails Exhibit Area School Students 
Exhibits Judging Exhibit Area :30 p.m. — Busses Return to Hotel 
*|ce-Breaker (Ladies) 
Cocktails Exhibit Area У 
*Dinner Ballroom - m. Exhibits Open Exhibit Area 
*Entertainment Ballroom ` Refresh ts 
Exhibitor Awards . т. erreshmen 
„Cocktails Exhibit Area : .m. Exhibits Dismantle 
*Busses Leave Hotel Superior St. 
For Masonic Complex Entrance 


O0 20000 
828885 


4: 
6: 
5: 
6: 
4: 
7: 
8 

9 


= 2s 
o 88 
о 0 
33 


President's Reception Masonic Complex 
Registration Open Mezzanine - ‚т. President's Banquet (Great Hall) 
Exhibits Open Exhibit Area Dance 
AIA Fellows Breakfast French Room Cocktails 


Continental Breakfast French Room 
(Archts./ Ladies) 

AIA Forum Toledo Room 
Preston M. Bolton, FAIA 

Joseph Tuchman, FAIA 


Cocktails Ballroom 


*Honor Awards Lunch Ballroom 
Charles Gwathmey, AIA 
(Archts./ Ladies/Owners) 


ANNUAL MEETING CONCLUDED 


*Ladies events 
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ANNUAL MEETING SPEAKERS 


MAX O. URBAHN 

Max O. Urbahn, FAIA, Theme Speaker at the Thursday after- 
noon session, is managing partner of the architectural and en- 
gineering organization responsible for the largest building in 
the world, the Vehicle Assembly Building and Launch Control 
Center serving the Apollo Moon-Shot program at Cape Kennedy. 
Mr. Urbahn received a BS in Architecture from the University 
of Illinois, a BFA and MFA from Yale, where he became a 
professor of architectural design. His office is engaged in world- 
wide practice in structures and facilities related to community, 
institutional and governmental programs. Current projects in- 
clude the Tri-State Transportation Proposal for a 50-mile radius 
of New York City; Metro City, contiguous to the World Trade 
Center on lower Manhattan, and the largest being lead firm on 


p 


design of the $386 billion Weston, Ill., accelerator. 


VINCENT G. KLING 

Vincent Kling, FAIA, Theme Speaker at the Friday afternoon 
session, holds degrees from Columbia University and M.I.T., 
and is presently a Trustee of Columbia and an associate Trustee 
of the University of Pennsylvania. The firm of Vincent Kling 
and Associates has received numerous Awards for designs rang- 
ing from hospitals to college campuses, churches to office towers. 
It has played an active part in the center city Renaissance of 
Philadelphia, having been consulting architects in the develop- 
ment of the original master plan for Penn Center and architects 
for its underground railroad concourse, Transportation Center 
and garage, and IBM Building. The firm is organized on a 
unique "studio" system in which the same team of architects 
assigned to a building program follows the project all the way 
from preliminary studies to completion of construction. 


PRESTON M. BOLTON 

Moderator of the AIA Forum scheduled for Saturday is Preston 
M. Bolton, FAIA, of P. M. Bolton Associates, Houston. Mr. 
Bolton is serving as Secretary of the American Institute of 
Architects for 1968-69. A Texan all the way, he received his 
Bachelor of Architecture degree from Texas A&M University, 
where his father was serving as president. Holder of many 
awards from both the Houston Chapter of AIA and the Texas 
Society of Architects for his residential designs, Mr. Bolton is 
deeply involved with the cultural life of his city, state and nation. 
He is currently serving as a Director for seven different groups 
concerned with the performing arts, in addition to being a 
Director of the Texas Society of Architects. His residences, 
including his own home, have been featured in architectural and 
home building and decorating publications since 1955. 
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is under construction. 
and engineers were Richards, Bauer & Moorhead, who alse 
Knoll Associates) 
son & Abromovitz 


rear. Architects 


TOLEDO 
Window on 
the World 


The center of the world's glass industry, To- 
ledo's rapid rise as a transportation and ware- 
housing center has made it truly Ohio's “window 
on the world." Since the opening of the St. Lawrence 
Seaway in 1959, The Port of Toledo has experienced 
an increase of shipments of 1150 per cent; it is the 
world's largest single shipper of soft coal. The 
Port is served by 45 overseas steamship lines and 
has the only foreign trading zone on the Great 
Lakes. 

That glass industry includes, of course, Owens- 
Illinois, producer of glass containers, and paper and 
plastic products; Libbey Owens Ford and its flat 
glass, precision hoses, fittings and couplings; 
Owens-Corning Fiberglas and its namesake materi- 
al, plus thermal and acoustical insulations; and 
Johns Manville Fiber Glass, Inc. a subsidiary. 

As if that weren't enough, Toledo is also the 
largest oil refining center between Chicago and the 
eastern seaboard, the automotive parts capital of the 
country, and the center of the nation's metal- 
stamping industry. 

Not only that; add the Toledo Museum of Art 
and the Toledo Zoo, both among the finest of their 
kind. 

Like every other large and growing city, To- 
ledo has suffered the pains caused by rapid growth 
of suburban areas and the choking of the downtown 
area with commercial traffic with decreasing room 


continued on page 20 


Manufacturers of FACE BRICK — 
PAVING BRICK — GLAZED BRICK — 
PEDESTRIAN PAVERS 


With both tunnel kiln production and periodic kiln production, we are 
flexible on manufacturing sizes and colors required for today’s imagina- 


Metropolitan 


tive architectural designs. 


For further information or samples 
contact your nearest Metropolitan distributor or write 
Metropolitan Brick 
R.D. +1, Box 10, Negley, Ohio 44441 
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If we thought 


our du 

stopped with 
supplying good 
windows,wed 

get home for 
supper more often. 


But we work a lot of nights with architects, 
because we figure that's part of our job— 
part of the reason Andersen got to be the 
number 1 window in the first place. 


P А 
“FF D VI 


M 
E LAPS 


* rr 
н - zm: Li 
Sure, we start with a good window— T. 
stock about 35,500 of them and operate a i 
flect of 26 trucks in this area so you can get H 
them when you need them. zi! 


But it all starts with your design and 

we want to share your pride in it. If you’re 
using a new facing material—doing things 

a bit different from our tracing file, we’re 
glad to give you detail help. Anytime. Even if 
we don’t get home in time for supper. 


Andersen Windowalls үл 


Window Beauty is Andersen 


J 


— 


Andersen Windows and Gliding Doors are available fast from these Distributors. 


ACME SASH & DOOR CO. IRON CITY SASH & DOOR CO. and 

1250 Tennessee Ave., 242-4400 THE WHITMER-JACKSON CO. 

Cincinnati 16th St. & Harsh Ave. S. E., 833-8511 
Massillon 

DAYTON SASH & DOOR CO. 

8 Norwood Ave., 224-0626 South Range Rd., 549-2172 

Dayton North Lima (Youngstown Branch) 


Mew 


CONSTRUCTION SYSTEMS 
FOR THE 1970's 


WHAT EVERY BUILDER AND ARCHITECT 
SHOULD KNOW ABOUT SYSTEMS — NOW!! 


— Just what is a construction system? 


— What are the best systems for townhouses? For 
garden apartments? For high-rise apartments? 


— What are the relative advantages of wood, metal, 


concrete, masonry, and plastic systems? 


— How extensively will systems be utilized in your 
market in 1970? By 1975? 


— Will you benefit or suffer from the expanded use of 
construction systems in your market? 


THE FIRST ANNUAL MIDWEST 
NEW PRODUCTS SEMINAR AND SHOW 


PROGRAM HIGHLIGHTS — 
"THE MOST COMPREHENSIVE REVIEW AND 
PREVIEW OF CONSTRUCTION SYSTEMS 
EVER PRESENTED" 


7 Seminar Sessions 
13 Individual Systems 
25 Industry Experts 


ALSO FEATURING — 
SHOWCASE OF NEW BUILDING PRODUCTS 


Ready-for-sale Products 
Prototypes for Trade Evaluation 


REGISTER NOW!! 


October 30 and 31 
Chicago Marriott Motor Hotel 


PRESENTED BY: 


Seymour Kroll & Associates, Inc. 
333 North Michigan Avenue 
Chicago, Illinois 60601 
Phone: (312) 372-5742 


FOR REGISTRATION AND FULL INFORMATION 
Contact L. Roger Plauche 


Sponsored by the Homebuilders Association of Chicagoland 
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TOLEDO 
Window on the World 


for breath and beauty. Now a new Central City 
is envisioned and well under way; Fiberglas Tow- 
er is completed, The Riverview Avenue Parking 
Structure is completed, and so is the Masonic Com- 
plex (not quite in the Central City), scene of the 
Friday evening President's Reception. Levis Square 
is under construction, as are the First National 
Bank and the Stranahan Memorial Building. Edison 
Plaza is scheduled to be under construction by An- 
nual Meeting time. 

3ut this is a mature town, and it recognizes its 
debt to the past. A vigorous effort is being made 
to preserve the best of many fine architectural ex- 
amples of late Victorian and Edwardian times, both 


Riverview Avenue Parking Structure (completed). Associated 
Architects: Tully, Hobbs & Partners ond Richards, Bauer & 
Moorhead. 


ONLY 


RUBBER STAIR TREADS 
Offer such COMPLETE selection 


\\ THE QUALITY BUYERS CHOICE for 


e Churches ө Schools ө Institutions 


Masonic Complex (completed). Associated Architects and ө Office Bldgs. e Large Apartments 
e Hospitals е Factories ө Hotels 


engineers: Richards, Bauer & Moorhead and Britsch, Macel- 
wane, Poseler & Lubeck. 


Best for all stairs where economy, durability, clean- 


on the magnificent residences of the Old West End, liness, neat appearance and safety are important 


and in the downtown area. The Toledo Urban Re- 
newal Agency has commissioned a city planner to FEATURE THESE SAFETY DESIGNED FAVORITES 
list structures of significance, and the effort was P et po. 
later joined by representatives from the Maumee t 
Valley Historical Society, the Toledo Museum of 
Art, the Toledo Public Library, the University, and 
three local Architects: Carl C. Britsch, Chairman of 
the "Toledo Chapter's Preservation Committee, 
Thaddeus Hurd, local authority on architectural 
history, and Charles L. Stark III, President of the 
Toledo Chapter, whose sketches illustrated a booklet Heaviest weight and gauge. Re- Extra thick at front. Easy to 
published by the Maumee Valley Historical Society inforced nosing. clean. Excellent fitting. 

in the effort to preserve the best of the past. E = 


Two black abrasive strips in Smooth surface. Thicknesses 
tread for safety. and sizes for every need. 


28222222 за 


Coved ог flat riser and stringer Musson Safety Design Rubber 
material available in colors to Tile - matches treads. For 
match all Musson treads. landings, lobbies, ramps, etc. 


Above Musson Heavy Duty tread colors are; Marbleized Red, Green, 
Gray, Beige, Mahogany, Birch, Walnut , Oatmeal or Black, in lengths 
up to 72". Treads No. 500 & No. 1000, also in plain Black. 


ALSO: Musson supplies Plain Rubber Tile, Roll Matting, 
Sheet Rubber, Rubber Kick Plates, Sill Covers. 


Write For Catalog, Samples, Factory Prices 


THE R. C. MUSSON RUBBER CO. 
First National Bank (under construction) 
Architects: Sanborn, Stekete, Otis & Evans 1320 Archwood Ave. Akron, Ohio 44306 
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New double-insulated 


Dyzone roof deck 
is self-venting 


DYFOAM* VENT-BOARD - 


TARR HERG: HORS 


EXISTING DECK OR NEW DECK BASE 


—— ———— ——— —— 
| ZONOLITE' MAIL THIS! 
Inquiry Dept. OA-09 

| [GRACE i Div., W. R. Grace & Co. 
| 2 Whittemore Ave., Cambridge, ‘Mass. 02140 
| Gentlemen: Economical insulation down to U .03! Certified! Ver- 

satile! No messing around with joints, tape, glue or 
| vapor barriers! Please send me complete information 
| and specifications on DYZONE roof decks right away. 
| NAME 
| TITLE 
| FIRM 
| ADDRESS 
| CITY STATE zip 
Ree eS Sree a et ae oe EE Dey 


On top, a layer of seamless, permanent 

Zonolite lightweight insulating concrete 
that can be sloped to drain easily and economi- 
cally, so leak-making puddles and ponds don't 
stay on the deck. 


Below, Dyfoam Ventboard. It's composed of 

Dyfoam expanded polystyrene boards sand- 
wiched between laminating material, The insu- 
lating concrete combined with Dyfoam Ventboard 
gives you economical U values down to .03. 


Vents are built right into the Dyfoam Vent- 

board. Water vapor passes through the lami- 
nating material into the vents, and is channeled 
out to the edges of the roof. 


No joints, no tape, no adhesives, no vapor 
barrier are needed with the new Dyzone roof 
deck. A thin slurry of Zonolite insulating con- 
crete serves as the bonding agent between deck 
and structure. 


Zonolite roof decks can only be applied by 
applicators we have trained and approved. Upon 
completion, the decks are certified to meet spe- 
cifications. 
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APOLOGY 


In the July/August issue of The 
Ohio Architect, the story on sculptor 
Don Drumm mentioned that he is at 
work on a fountain for Akron’s Cascade 
Plaza, designed by Harrison & Abram- 
ovitz. We have been corrected; the firms 
of William A. Gould & Associates, 
Cleveland, and Knoerle, Bender, Stone 
& Associates, Engineers, Baltimore, 
served as architect-engineers for the 
City on the 2100-car parking deck and 
the landscaped plaza above, and in ad- 
dition have served as design coordina- 
tors for the two office buildings and 
motel on the Plaza. Lawrence Halprin 
and Associates were landscape consul- 
tants. 

Harrison &  Abramovitz were 
architects for the Akron Center Build- 
ing which fronts on the Plaza. 


RAILINGS 


WOOD AND 
ALUMINUM 
5 DESIGNS 


COST UP TO 50% LESS 
than aluminum and wood combinations of com- 
parable quality. 
GET THE BEST — PAY MUCH LESS 


Write for new catalog. 
See Sweets Catalog Section 17L/ne 


NEWMAN BROTHERS, INC. 
5617 Center Hill Ave. Cincinnati, О. 45216 


. Greater | 

architectural expression 
with Marietta 

precast concrete panels 


POST OFFICE, COLUMBUS, OHIO * ARCHITECTS: DALTON-DALTON ASSOCIATES, CLEVELAND, OHIO; CROCE AND ABBOT, COLUMBUS, OHIO 


MARIETTA 


CONCRETE COMPANY 


P. O. BOX 669 
MARIETTA, OHIO 45750 


TELEPHONE 614-373-3211 
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A special message 
to investors 


J 
2 
fund, inc. 


A mutual fund which seeks 
possible long-term growth of 
capital and income by com- 
bining into a single investment 
portfolio the securities of se- 
lected companies in the know- 
ledge communication field. 


Offering is made by the prospectus. 
For a copy of the prospectus, re- 
turn the coupon. 


51 North HighStreet Columbus, Ohio 43215 
Where investment dollars take on new dimensions 
Member of the Midwest Stock Exchange 


THE OHIO COMPANY e» 


THE OHIO COMPANY 
51 N. High St. 
Columbus, Ohio 43215 


Please send me a prospectus on 
Knowledge Communication Fund. 


Name 


Street 


City 


dvertisers 
pues 


Andersen Windowalls 
Belden Brick 
Columbia Gas 
Dunbar Geological 
Electric Utilities 

Fling & Eeman 
General Clay Products 
Haws Drinking Faucet 
Knoll Internation 
Korda & Associates 
Kroll & Associates 
Kurfees Paints 

Long Paints 

Marietta Concrete Co. 
McKinley, O. O. 
Metropolitan Brick 
Musson Rubber Co. 
Newman Brothers 
Ohio Bell Telephone 
Ohio Company 
Peterson, Wm. A. & Associates 
Phillips, Glenn D. 
Russwin 

Wooster Products 
Zonolite 


FLING & EEMAN INC. 


CONSULTING STRUCTURAL 
ENGINEERS 
Area Code 614 224-7138 
101 NORTH HIGH ST. COL., OHIO 


KORDA & ASSOCIATES, LTD. 
STRUCTURAL ENGINEERS 
CONVENTIONAL AND 
SPECIAL STRUCTURES 


1350 West Fifth Ave., Columbus, Ohio 43212 
Tel. 486-6763 


DUNBAR GEOLOGICAL ENGINEERS 
CONSULTING SOILS ENGINEERS 


(614) 488-9981 or 488-9985 
1375 West Lane Avenue 
Columbus, Ohio 43221 


GLENN D. PHILLIPS 
Glenn D. Phillips & Associates 


Structural Engineers 
Registered In Ohio & Illinois 
138 North Mulberry Street 
Box 481, Phone (513) 382-3179 
Wilmington, Ohio 45177 


INTERIOR DESIGN 


CONSULTING SERVICE FOR 
ARCHITECTS AND ENGINEERS 


LET US BECOME AN 
IMPORTANT MEMBER OF YOUR 


TOTAL DESIGN TEAM 


We Guarantee To Save You Time and Money 


FINEST NATIONAL REFERENCES 


TOTAL DESIGN SERVICES AVAILABLE 
BUSINESS EVALUATION 
SPACE PLANNING 
COLOR COORDINATION OF 
BUILDING INTERIOR 
SPECIFICATION WRITING OF 


ALL INTERIOR MATERIALS 
LIGHTING DESIGN 
MILLWORK DESIGN AND DETAIL 
FURNISHINGS SPECIFICATIONS 
BID EVALUATION 
JOB SITE SUPERVISION 

PROFESSIONAL MEMBER 
NATIONAL SOCIETY OF INTERIOR DESIGNERS 
ASSOCIATE MEMBER 

INSTITUTE OF BUSINESS DESIGNERS 


For Complete Information Call or Write 


WM. A. PETERSON 
AND ASSOCIATES 


7429 EAST MAIN STREET 
COLUMBUS, OHIO 43068 
Phone 614/866-6508 


PROTECTIVE 
PAINTING 
PRESERVES 
YOUR 
PROPERTY 


Rust and decay are the two first 
destroyers of your property. Good 
surface preparation and proper 
application of paint is the surest and 
least expensive way to stop them. Long 
painting cuts your long-term costs by 
its greater, longer lasting qualities. 


THE 


LONG 


PAINTING COMPANY 
5209 PROSPECT AVENUE · CLEVELAND, OHIO 44103 
TELEPHONE: 431-3636 


D. H. Brueggemann, President 
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“Of course, it’s beautiful — but is it all-electric?’’ 


When Ictinus and Callicrates designed the 
Parthenon, the all-electric concept was of no great 
concern to them or their client. Among other rea- 
sons, they worked under space limitations less rigid 
than those imposed upon today's architects and 
building owners. Modern land usage and economic 
requirements call for climate control systems that 
save space. Electric equipment frees maximum space 
for the primary purpose of any type of building, be 
it a 100-story office building or a one-story ophthal- 
mological clinic. And people do appreciate efficient 
lighting. Clean electric heat. Trouble-free electric 
air conditioning. 


Your next building can be a modern classic. Ask your 
local electric company for economic data on all- 
electric operation. 


Ohio All-Electric Building Index 
Ask for your copy. This free booklet lists more than 
1,600 of the modern, all-electric commercial build- 
ings in Ohio. Contact your local electric utility. 


Your 
Ohio Electric 
Companies 


The Cincinnati Gas & Electric Company 

The Cleveland Electric Illuminating Company 
Columbus & Southern Ohio Electric Company 
The Dayton Power and Light Company 
Monongahela Power Company 

Ohio Edison Company 

Ohio Power Company 

The Toledo Edison Company 
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Haws makes 
a better-looking 
drink of water. 


... Write jor our catalog 


and we'll prove it! 


Yes, send me your colorful catalog illustrating 
Haws drinking fountains and water coolers of distinction. 


МАТ . nl 


Firm 


Street 
City. 


DRINKING FOUNTAINS 
WATER COOLERS 


HAWS DRINKING FAUCET COMPANY 
1441 Fourth Street * Berkeley, California 94710 


Also manufacturers of emergency decontamination showers, 
eye/face-wash fountains, and laboratory faucets 


^Pastiche 


W The Ohio School Boards As- 
sociation Conference and Trade 
Show is scheduled for Novem- 
ber 11, 12 and 13 at Veterans 
Memorial in Columbus. The 
ASO will participate, and a no- 
tice has been mailed to all ASO 
members. Detailed information 
and application forms were 
mailed in September; the com- 
mittee is considering several im- 
provements in this year's ex- 
hibit. 

W The Port Clinton National 
Bank of Port Clinton, Ohio, was 
one of twelve winners in the 
1969 Prestressed Conerete In- 
stitute Awards Program. 

The work of Lawrence-Haw- 

ver Associates, Cleveland, the 
bank building was one of the 
1968 ASO Honor Award win- 
ners. More than 200 entries 
were attracted to the PCI pro- 
gram, and the jury comments 
on the bank building design 
were as follows: “This small 
bank shows good use of precast 
prestressed concrete, indicating 
that the material is economical 
even when you don't have the 
great repetition of products 
found in large structures. The 
architect made good use of the 
geometrieal shapes created by 
the precast elements to inte- 
grate electrical systems. An ex- 
cellent example of infilling into 
an existing street with pleasant 
scale and simplicity in form and 
color not often found in small 
midwestern towns." 
W One of the Ohio Architect's 
most faithful advertisers, The 
Belden Brick Company of Can- 
ton, took top honors in the 
Trade Magazine Ad Series com- 
petition in the Fifth District of 
the American Advertising Fed- 
eration (Ohio, Kentucky and 
West Virginia). The Award 
was for the Company's 1969 
campaign, the series which ap- 
pears in The Ohio Architect; 
the design is abstract and the 
copy emphasizes the theme of 
color, texture and size. 


Eugene Joseph Clancy, AIA, 
became an Associate in the firm 
of Lawrence, Dykes, Gooden- 
berger and Bower of Canton on 
July 1 of this year. He has been 
with the firm two years and is 
licensed to practice architecture 
in Ohio. 

Clancy is a native of Hornell, 
New York and a graduate of 
Rensselaer Polytechnic Insti- 


tute, where he received a Bache- 
lor of Architecture degree. At 
R. P. I. he received the AIA Gold 
Medal for General Excellence 
in Academies; was listed in 
„Who's Who in American Col- 
leges and Universities’; and 
was the Naval ROTC Battalion 
Commander. He also was a 
member of Lambda Chi Alpha 
and Scarab, the architectural 
honorary society. 

Now a Lieutenant in the 
Naval Reserve, he was com- 
missioned as a naval officer at 
graduation and served four 
years in the Civil Engineer 
Corps of the U.S. Navy. 


New walls to explore 


New Kuramic Seamless Epoxy 
Wall Coating by Kurfees. 


A completely new wall coating that opens new worlds of 
design. Gives you the strength, beauty and sheen of tile 
at % the cost! Kurfees Kuramic is scratch-impact- 


chemical-resistant . . fire retardant . . 


. and has no dirt 


catching mortar joints. Contact J. B. Tabler for more 
information on Kuramic's 490 colors, plus fleck and veil 
coats, its design flexibility and its application ease. 


KURFEES PAINT COMPANY 
201 E. Market Street + Louisville, Kentucky 40202 


| 
KURFEES 


PAINTS g 
, p 


“WOOSTER 


SAFETY TREADS 
AND THRESHOLDS 


Finest quality 
with extra features 
like these... 


Colored 
Abrasive 
Ribs | 
Give unusual decorative effects. 


Beautiful satin aluminum and long 
wearing safety surface. 


Matching 
Thresholds 


Decorative beauty for entrances and 
heavy traffic areas. 


Special 
Sections 


Large variety including landings, re- 
cessed for tile (shown) and many 
others. 


Sure-hold 


Anchors 


For fresh concrete or terrazzo. Also 
strap, wing or screws. 


Heavy 


Protective Tape . 


Optional. Protects from dirt, etc. 
during construction. Peels off. 


WOOSTER PRODUCTS INC. 
1008 Spruce St. « WOOSTER, OHIO 


See Sweet's File or send 
for 20 page catalog 
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In Memoriam 


Ronald A. 
Spahn 


Ronald A. Spahn, AIA, an 
active participant in local, state 
and national professional activ- 
ities, died on July 10 after a 


Producer of 
150,000,000 4 
Bricks Annually d 1 


Ls eneral Clay Products Corp. 
Baltic, Ohio Phone 614 / 486-0614 


L eneral Wadsworth Brick Corp. 
Wadsworth, Ohio Phone 216 / 335-1515 


LS eneral Hocking Brick Corp. 
Logan, Ohio Phone 614/385-5616 


GENERAL OFFICE 
1445 West Goodale Blvd. 
Columbus, Ohio 43212 
Phone 614/ 486-0614 


gee Now in Full Production 
LESENERAL AVA BRICK CO. 
Ava, Ohio Phone 614 / 732-2551 
Our new subsidiary of 
General Wadsworth Brick Corp. 
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very brief illness. In apparent 
good health, Mr. Spahn was 
stricken over the weekend of 
the 4th and was hospitalized 
only two days. He is survived 
by his wife and three sons. 

A graduate of Wooster Col- 
lege and Western Reserve Uni- 
versity, Mr. Spahn had his own 
practice for many years in 
Cleveland Heights. He found 
time for a wide range of out- 
side activities, holding all offices 
in the Cleveland Chapter AIA, 
serving on the Cleveland 
Heights and Beechwood Archi- 
tectural Boards of Review and 
as an elder in the Church of the 
Covenant. He was a member of 
the Cleveland Heights Ex- 
change Club and Heights and 
Cleveland. Chambers of Com- 
merce. 

His state activities included 
serving as Treasurer of the 
Architects Society of Ohio in 
'51-52 and subsequently on the 
Board of Trustees. He was ap- 
pointed to the State Board of 
Examiners of Architects by 
Governor Rhodes in December 
of 1964, served as president in 
1968 and would have completed 
his five-year term in October of 
this year. He had previously 
served on the Governor's Com- 
mittee on the State Fair 
Grounds. 

A member of AIA for 27 
years, Mr. Spahn had spent 
much time on the National 
Committee on Office Practice 
and was currently active in Na- 
tional Council of Architectural 
Registration Boards and Mid- 
Central State Conference af- 
fairs. He was a regular delegate 
at national conventions and had 
just returned from AIA and 
NCARB meetings in Chicago. 

Mr. Spahn's distinguished ap- 
pearance and dignified manner 
were in the highest tradition of 
the architectural profession. 
His compatriots have lost a 
worthy architect; his friends, a 
kind and gentle man; and his 
family, a proud and devoted 
husband and father. 


Did you know that... 


A Smokeless, Odorless Gas Incinerator 


occupying approximately 16 sq. ft. of 


floor space will dispose of all 
the burnable rubbish and 


trash accumulated in 


«à 700-pupit school? 


A Gas Incinerator is the quick and easy solution to 
the disposal problems of your commercial and indus- 
trial clients. Moreover, it need take up none of your 
client’s valuable interior space, since it can be 
installed outdoors as well as inside! 

Gas Incinerators dispose of all burnable refuse 
quickly and effectively. They are economical to 
install and to use... safe... silent . . . sanitary. 


— — 


T. 220-seat restaurant? 


And they eliminate completely the smoke and the 
odor that are causing serious air pollution problems 
for many communities today. 


A Gas Company representative will be happy to 
work with you in selecting a Gas Incinerator ade- 
quately sized for your client’s needs, or to assist 
with any installation problems you may have. 


Remember . . Now, while your plans are on the drawing board, plan for Modern Gas Incineration. 


S 
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Security... 


RUSSWIN 
STILEMAKER 
ocksets 


CONTACT YOUR 
RUSSWIN DISTRIBUTOR 
IN OHIO... 


* COLUMBUS 
Smith Brothers 
Hardware Company 
580 N. 4th St. 

Dial 224-8131 


The quality features stand out: precision-engineering to 
take the toughest use and abuse without showing strain; 
expert blending of beauty and design to improve any door 
decor; appealing choice of metals, woods, color tones 

and all desired functions; obvious craftsmanship that dictates 
trouble-free performance, easy maintenance. Russwin 
Locksets - an outstanding achievement in architectural 


Hardware for buildings since 1839 RUSSWIN 


hardware. 

* TRADEMARK 
* CLEVELAND e DAYTON 
The Midland Carl D. Himes, Inc. 
r 317 S. Main St. 
Dial 771-6190 ` Dial 223-2208 
* CINCINNATI 
ine ati inne? 
718 а Ra Y Hardware Company 
Pang d 17-19 N. Main St. 
Dial 761-0116 Dial 522-6211 
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* CLEVELA 


ND 
Cleveland Architectural 


Hardware Com 
4256 Pearl Rd. gabd 
Dial 741-1315 


720 N. Main St. 
Dial 253-5103 


56 ain Ave. 
Dial 997-5161 
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